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The  Board  of  Public  Works,  on  the  29th  day  of  March,  1912,  made  the 
following  public  announcement. 

HE  Board  of  Public  Works  of  the  City  and  County  of  San  Francisco  makes  the  following  announcement 
to  the  architects  of  San  Francisco: 


Hall  to  be  completed  not  later  than  the  first  day  of  January,  1915. 

The  Board  of  Public  Works,  under  the  charter  of  the  City  and  County  of  San  Francisco,  has  the  supervision  and 
construction  of  public  buildings  and  has  power,  under  the  charter,  to  employ  such  architects  as  are  necessary. 

The  Board  of  Public  Works  has  appointed,  as  Consulting  Architects,  John  Galen  Howard,  Frederick  H.  Meyer  and 
John  Reid,  Jr.,  who  will  advise  as  to  the  design  and  architectural  features  of  the  City  Hall  and  the  other  buildings  to  be 
placed  in  the  Civic  Center  and  will  determine  the  conditions  which  shall  govern  the  design  and  construction  of  the  City 
Hall  and  other  buildings. 

In  order  to  secure  the  best  design  for  the  City  Hall  the  Board  of  Public  Works  intends  to  employ  an  architect  to  be 
chosen  by  competition,  the  general  conditions  of  which  are  as  follows: 

First.  The  competition  will  be  open  to  all  architects  who,  on  January  1,  1912,  were  legally  entitled  to  practice  archi- 
tecture by  reason  of  being  duly  certificated  in  accordance  with  the  laws  of  California  and  who  maintained  an  office  for 
such  practice  in  San  Francisco  on  January  1,  1912,  and  the  competition  will  be  restricted  to  such  architects,  and  no  firm 
or  association  of  architects  formed  after  January  1,  1912,  or  for  the  special  purpose  of  this  competition  will  be  allowed 
to  compete,  except  with  the  express  knowledge  and  approval  of  the  Consulting  Architects. 

Second.  Architects  meeting  the  conditions  of  the  competition  and  desiring  to  compete  must  file  a written  applica- 
tion with  the  Consulting  Architects  of  the  Board  of  Public  Works,  together  with  their  credentials,  not  later  than 


Third.  The  credentials  of  all  applicants  will  be  examined  by  the  Consulting  Architects  and  programs  of  the  com- 
petition will  be  delivered  to  all  applicants  entitled  to  compete  on  April  6,  1912,  and  such  applicants  will  thereupon  be 
taken  to  be  employed  by  the  City  and  County  of  San  Francisco  for  the  purposes  of  this  competition,  said  employment 
being  subject  to  the  terms  of  the  program. 

Fourth.  Applications  shall  be  addressed  to  the  Consulting  Architects,  Board  of  Public  Works,  David  Hewes  Buil- 
ding, San  Francisco,  California. 


The  citizens  of  San  Francisco  have  authorized  the  issuance  of  bonds  to  the  amount  of  Eight  Million^ 
Eight  Hundred  Thousand  Dollars  for  the  purpose  of  erecting  a City  Hall  and  a Civic  Center  in  connection 
therewith.  The  first  thing  that  is  proposed  to  be  done  under  the  authorization  is  the  erection  of  a City 


April  5,  1912. 


BOARD  OF  PUBLIC  WORKS 


Michael  Casey 
Daniel  C.  Fraser 
C.  S.  Laumeister 


Dated  March  29,  1912. 


Members  of  Board  of  Public  Works. 


In  accordance  with  that  announcement  the  following  program  for  governing  the  competition  for  the  selection 
of  an  architect  for  the  City  Hall  has  been  adopted: 


GENERAL  CONDITIONS  OF  THE  COMPETITION 

1.  The  winner  of  this  competition  will  not  be  permitted  to  associate  himself  with  any  other  architect  for  the  con- 
duct of  the  work  of  the  City  Hall  without  the  express  approval  in  writing  of  the  Consulting  Architects  and  no  competi- 
tor shall  submit  more  than  one  design. 

2.  The  author  of  the  design  which  is  judged  by  the  Jury  of  this  competition  to  be  the  best,  will  be  awarded  the 
First  Prize  and  will  be  engaged  by  the  Board  of  Public  Works  as  architect  of  the  City  Hall,  under  the  conditions  herein 
defined. 


3.  No  communication  shall  be  held  relative  to  the  competition  between  any  competitor  and  any  member  of  the 
Consulting  Architects  or  of  the  Board  of  Public  Works  or  with  any  City  official,  except  in  writing,  addressed  to  the 
Consulting  Architects  of  the  Board  of  Public  Works. 


JURY 

4.  The  designs  submitted  are  to  be  judged  by  a jury  of  seven  as  follows:  the  Mayor  of  San  Francisco,  one  member 
of  the  Board  of  Public  Works  selected  by  the  Board  of  Public  Works,  one  member  of  the  Public  Buildings  Committee  of 
the  Board  of  Supervisors  selected  by  said  Committee,  the  three  Consulting  Architects  and  one  architect  to  be  chosen  by 
the  competitors,  as  herein  provided. 

5.  The  Consulting  Architects  of  the  Board  of  Public  Works  will  forward  each  competitor  a printed  ballot  containing 
three  names  of  architects,  also  an  envelope  “A”  lettered  “Ballot  for  Architectural  Juror,  San  Francisco  City  Hall  Com- 
petition,” also  a stamped  envelope  “B”  addressed  to  the  Consulting  Architects  and  to  be  identified  as  from  such  com- 
petitor. Each  competitor  will  put  a cross  in  ink  opposite  the  name  of  the  architect  for  whom  he  desires  to  vote  and 
seal  the  ballot  within  the  envelope  “A.”  Envelope  “A”  thus  sealed  is  then  to  be  sealed  within  the  envelope  “B,”  iden- 
tified as  from  the  competitor  whose  ballot  is  within,  and  sent  by  registered  mail  on  or  before  April  15,  1912,  to  the  Con- 
sulting Architects.  The  Consulting  Architects  will  open  the  unidentified  envelopes  “A”  and  announce  the  result  of  the 
voting  not  later  than  April  20,  1912. 

REQUIREMENTS  OF  THE  BUILDING 

6.  For  the  purposes  of  this  competition  the  City  Hall  is  not  to  exceed  in  cubical  contents  8,000,000  cubic  feet,  the 
calculation  being  made  by  taking  outside  dimensions  at  the  ground  level,  multiplying  by  the  vertical  height  from  5 feet 
below  the  ground  level  (one-half  of  the  depth  of  the  basement)  to  the  mid-height  of  roof,  whether  flat,  sloping, 
curved  or  domed,  and  regardless  of  balustrades  or  other  similar  features.  Courts  and  insets,  whether  in  plan  or  in  sec- 
tion, not  to  be  included  in  the  cube. 

7.  The  site  and  the  conditions  governing  it  are  indicated  on  the  plan  hereto  attached  and  made  a part  of  this  program. 

8.  The  ground  or  first  floor  is  to  be  practically  on  a level  with  the  street. 

9.  The  main  portions  of  the  building  are  not  to  exceed  four  stories  in  height  above  the  ground,  but  a dominating 
monumental  feature  may  be  introduced  at  the  intersection  of  the  street  axes  indicated  on  the  plan  of  the  site. 

10.  Subdivision  of  the  areas  required  for  the  accommodation  of  the  various  departments  as  hereinafter  indicated  is 
to  be  reduced  to  a minimum. 

11.  The  total  floor  area  specified  above  the  ground  level  exclusive  of  halls,  corridors,  stairs,  elevators,  walls,  etc., 
is  approximately  236,000  square  feet.  The  areas  for  various  departments  are  indicated  in  the  following  paragraphs. 
These  areas  may  be  slightly  decreased  if  necessary,  but  shall  not  be  decreased  on  an  average  more  than  ten  per  cent., 
nor  in  any  single  instance  more  than  fifteen  per  cent. 

12.  The  departments  to  be  accommodated  in  the  City  Hall  fall  into  three  general  groups  which  may  conveniently 
be  located  as  follows,  viz: 


The  Administrative  group  on  the  ground  and  second  floors. 

Assessor 

Tax  Collector 

Treasurer  

Auditor 

Department  of  Elections 

Recorder 


about  11,000  square  feet  area 
“ 11,000  “ 

“ 3,000  “ “ “ 

“ 5,000  “ “ “ 

“ 19,000  “ “ “ 

“ 10,000  “ 


B The  Executive  group  on  the  second  and  third  floors. 

Board  of  Supervisors 

Mayor 

City  Attorney  

Board  of  Education 

Superintendent  of  Schools 

Playground  Commission  

Civil  Service  Commission  

Fire  Department  

Board  of  Public  Works 

C The  Judiciary  group  on  the  third  and  fourth  floors. 

Sheriff  

County  Clerk  

Superior  Courts  

Justice  Courts 

Law  Library  

Over-Night  Jury  Rooms  

Total  of  all  Departments. 


.about  11,000  square  feet  area 


“ 

2,000 

“ 

“ 

4,000 

4,500 

“ 

1,500 

700 

“ 

7,500 

, “ 

4,000 

“ 

“ 

35,000 

“ 

.. 

3,500 

. “ 

20,000 

“ 

53,000 

19,000 

“ 

9,000 

. “ 

2,300 

“ 236,000  “ “ “ 

13.  Following  is  a brief  resume  of  the  requirements  of  the  various  departments,  outlined  with  a view  to  indicating  the 
general  character  of  the  subdivision  of  space  needed  in  the  completed  building.  No  elaborate  subdivision  of  space 
in  the  competition  plans  is  desired;  but  the  architectural  character  of  the  monumental  portions  of  the  building,  includ- 
ing Supervisors’  Chamber,  Mayor’s  office.  Courts,  etc.,  is  to  be  clearly  indicated. 


14.  The  Assessor,  about 11,000  square  feet. 

(Main  room,  private  office,  vault). 

The  Assessor’s  office  should  be  adjacent  to  the  Tax  Collector’s  office  and  near 
the  Treasurer  and  Auditor,  on  the  ground  floor. 


15.  The  Tax-Collector,  about 11,000  square  feet. 

(Main  offices,  2 private  offices,  three  vaults,  [store  room  in  basement,  about 
500  square  feet.  ] ) 

Should  be  on  ground  floor  adjacent  to  Assessor  and  Treasurer,  particularly  the 
latter. 


16.  The  Treasurer,  about 3,000  square  feet. 

(General  offices,  coin  vault,  book  vault,  [storage  room  in  basement,  about  1800 
square  feet.]) 

The  Treasurer’s  office  should  be  located  on  ground  floor  with  a private  entrance 
on  driveway.  It  should  be  adjacent  to  the  Assessor,  Tax-Collector  and  Auditor.  The 
Tax-Collector  should  adjoin  the  Treasurer. 

1 7.  The  Auditor,  about 5, 000  square  feet. 

(Main  office,  vault,  record  room,  three  other  rooms,  [general  fireproof  vault  or  store 
room  in  basement,  about  2000  square  feet.]) 

The  auditing  department  should  be  near  the  Treasurer  and  Assessor  and  should 


be  on  ground  floor. 

1 8.  The  Department  of  Elections. 

A Registrar’s  office,  about 5,000  square  feet. 

(Commissioners’  room  and  vault,  Affidavit  room  and  vault.) 

Need  not  be  on  ground  floor  but  should  be  convenient  to  Registration  Bureau. 

(perhaps  on  floor  above  with  special  stair  and  lift.) 

B Registration  Bureau,  about 14,000  square  feet. 

Should  be  on  ground  floor  level. 

19.  The  Recorder,  about 10,000  square  feet. 


(Large  open  space  for  filing  and  consultation  of  records,  with  several  private  offices, 
and  large  vault.  [Possibly  in  basement  if  Recorder  is  on  ground  floor;  in  a balcony 
or  mezzanine,  about  6, 720  square  feet,  should  be  space  for  book-storage,  and  working 
space,  etc.]) 

The  Recorder  should  be  on  the  ground  floor. 

20.  The  Board  of  Supervisors,  about 11,000  square  feet. 

(Main  office,  general  meeting  room  [to  accommodate  700  people  with  or  without  a 
gallery]  suite  of  11  rooms,  reference  library  and  vault.) 

The  Board  of  Supervisors  should  be  located  near  the  Mayor  and  the  City 
Attorney  and  preferably  on  same  floor  with  main  office  of  Board  of  Public  Works. 


21.  The  Mayor’s  office,  about 2,000  square  feet. 

(Mayor’s  office,  suite  of  6 rooms.) 

The  Mayor’s  office  should  be  near  Supervisors’  rooms  and  City  Attorney. 

22.  The  City  Attorney,  about 4,000  square  feet. 

(Main  office  with  vault,  library,  16  other  rooms.) 

The  City  Attorney’s  office  should  be  convenient  to  the  Board  of  Supervisors  and 
the  Mayor,  particularly  the  former,  and  should  have  easy  access  to  the  Law  Library, 
and  to  the  Superior  and  Justice  Courts. 

23.  The  Board  of  Education,  about 4,500  square  feet. 

(Secretary’s  main  office,  13  rooms,  vault.) 

These  offices  should  be  convenient  to  the  Superintendent  of  Schools,  the  Play- 
ground Commission  and  Auditor. 

24.  The  Superintendent  of  Schools,  about 1,500  square  feet. 

(Main  offices,  6 offices,  library,  vault.) 

This  department  is  part  of  Board  of  Education  group. 

25.  The  Playground  Commission,  about 700  square  feet. 

(3  offices) 

Should  be  adjacent  to  the  Board  of  Education. 

26.  The  Civil  Service  Commission,  about 7,500  square  feet. 

(Main  office,  3 large  rooms  for  examination,  etc.,  4 smaller  rooms.) 

This  department  should  be  on  the  same  floor  as  the  Mayor’s  offices. 

27.  The  Fire  Department,  about 4,000  square  feet. 

(Main  office  with  vault,  general  meeting  room,  10  offices.) 

This  department  should  be  located  conveniently  near  the  Supervisors. 

28.  Board  of  Public  Works 

FIRST  GROUP 

A Main  office,  about 4,000  square  feet. 

(Meeting  Room  [about  1,200  square  feet]  7 offices,  vault.) 

These  are  the  main  offices  for  the  whole  department  and  as  such  should  be  placed 
in  a controlling  position. 

B Bookkeeping  Department,  about 2,000  square  feet. 

The  bookkeeper  should  be  adjacent  to  the  Secretary’s  offices  and  the  Commissioners. 

C Cashier’s  office,  about 500  square  feet. 

The  Cashier’s  office  should  adjoin  the  Building  Inspection  Department  and  should 
also  be  near  the  Secretary  of  the  Board  and  main  offices  of  Board. 

D Bureau  of  Building  Inspection,  about 2,000  square  feet. 

The  Bureau  of  Building  Inspection  should  be  adjacent  to  the  Cashier. 

E Superintendent  of  Public  Buildings,  about 500  square  feet. 

F Bureau  of  Streets,  about ., 2,000  square  feet. 

G Rooms  for  Special  Bureau,  about 3,000  square  feet. 

(10  rooms) 

SECOND  GROUP 

Bureau  of  Architecture,  about 6,000  square  feet. 

This  department  need  not  be  near  other  offices  of  Board  of  Public  Works;  should 
be  subdivisible  into  office  and  drafting  rooms. 

THIRD  GROUP 

Bureau  of  Engineering,  about 15,000  square  feet. 

This  department  need  not  be  near  main  offices  of  Board;  should  be  subdivisible 
into  offices  and  drafting  rooms. 

29.  The  Sheriff,  about 3,500  square  feet. 

(Main  office  with  vault,  3 private  offices  with  one  ante  room,  3 other  large  rooms 
and  one  small  room.) 

The  Sheriff  should  be  located  with  easy  access  to  the  County  Clerk  and  the 
Superior  Courts. 

30.  The  County  Clerk,  about 20,000  square  feet. 

(Main  office  with  vault,  3 large  rooms,  3 small  rooms.)  N 

The  County  Clerk  should  be  convenient  to  the  Superior  Courts  and  to  the  general 
public. 

31.  The  Superior  Courts: 

A Secretary’s  office,  about 1,500  square  feet. 

(7  rooms;  Stenographers,  Witness  room,  etc.) 

This  should  be  located  in  a central  position  with  relation  to  the  Superior  and 
Probate  Courts. 


B Court  rooms  with  accessories,  about 44,500  square  feet. 

(14  courts,  each  with  Judge’s  chamber,  ante  room  and  jury  room.  The  whole  of 
each  group  covering  about  2700  square  feet  each;  and  2 courts  with  similar  accessory 
rooms,  each  group  covering  about  3350  square  feet.) 

The  Superior  Courts  should  be  convenient  to  the  Justices’  Courts,  Law  Library 
and  County  Clerk.  The  court  rooms  may  be  lighted  from  above. 

C Probate  Courts,  about 7,000  square  feet. 

(2  courts,  each  with  judges  chambers  and  ante  room  and  witness  room.) 

These  courts  should  be  located  near  the  County  Clerk,  Law  Library  and  Superior 
Courts.  The  court  rooms  should  be  adjacent  to  one  another.  They  may  be  lighted 
from  above. 

32.  The  Justices’  Courts,  about 19,000  square  feet. 

A Clerk’s  offices,  about  9000  square  feet. 

(Large  main  office,  4 rooms,  one  of  them  a large  record  room.) 

B Courts,  about  10200  square  feet. 

(6  court  rooms  each  with  Judges’  Chamber  and  ante  room;  each  group  covering 
about  1600  square  feet;  also  general  witness  room.) 

The  Justices’  courts  should  be  in  the  neighborhood  of  Law  Library  and  Superior 
courts 

33.  The  Law  Library,  about 9,000  square  feet. 

(Large  main  library  room,  5 other  rooms.) 

Should  be  located  adjacent  to  the  Superior  and  Justices’  Courts.  Good  light  is 
essential;  preferably  on  an  upper  floor. 

34.  Over-night  Juries,  about 2,300  square  feet. 

(Ante-room,  general  room,  suite  of  6 bedrooms,  3 bathrooms  and  kitchen.) 

The  over-night  jury  rooms  should  be  conveniently  located  to  all  Superior  Court 
chambers. 

THE  DRAWINGS 

35.  The  following  drawings  will  be  required,  all  at  a scale  of  1-16  inch  to  1 foot. 

Plans  of  all  stories,  except  basement. 

Two  elevations. 

One  section. 

36.  No  other  drawings  and  no  flaps  or  alternatives  will  be  allowed. 

37.  All  drawings  are  to  be  made  in  Indian  ink  on  sheets  of  cold-pressed  Whatman  paper  29  inches  by  49  inches  in  size, 

with  a single  broad  line  or  band  of  Indian  ink  for  border. 

38.  No  color  is  to  be  used  in  line,  wash  or  otherwise. 

39.  The  plans  are  to  have  the  cut  portions  of  the  walls  blocked  in.  The  actual  design  of  floors  or  ceilings  may  be 

indicated,  but  no  unreal  “mosaic”  is  to  be  shown. 

40.  The  elevations  are  to  be  rendered  in  Indian  ink  wash,  and  to  have  shadows  cast  at  an  angle  of  45  degrees  from 

the  left. 

41.  The  sections  are  to  be  in  Indian  ink  line  only,  except  that  the  cut  portions  are  to  be  filled  in  with  a light  wash 

of  Indian  ink. 

42.  No  landscape  accessories,  such  as  trees,  shrubs,  etc.,  are  to  be  shown,  except  parking  or  other  treatment 

between  the  building  and  the  sidewalk  curb. 

43.  A single  figure  of  a man  six  feet  high  may  be  shown  on  each  of  the  elevations  and  section  to  indicate  the  scale. 

44.  All  plans  are  to  be  lettered  in  plain  Roman  letters,  with  names  of  rooms  or  spaces;  also  sizes  and,  if  desired, 

areas. 

45.  Each  sheet  is  to  have  the  following  general  title  in  plain  Roman  capitals: 

SAN  FRANCISCO  CITY  HALL  COMPETITION. 

Also  the  specified  title  of  the  drawings  as:  “GROUND  FLOOR  PLAN,”  “EAST  ELEVATION,”  Etc. 

46.  One  or  more  drawings  may  be  placed  on  a sheet. 

47.  No  description  is  to  be  submitted,  except  the  drawings  with  the  inscriptions  provided  for  under  paragraphs  44 


48.  Each  design  is  to  be  accompanied  by  a sealed  opaque  envelope  unaddressed  but  lettered  “San  Francisco  City 

Hall  Competition”  and  containing  a card  bearing  the  name  and  address  of  the  author. 

49.  Supplementary  information,  if  necessary,  will  be  issued  simultaneously  to  all  competitors,  such  information  be- 

coming a part  of  the  program.  All  inquiries  must  be  in  writing  and  addressed  to  the  Consulting  Architects. 

50.  All  inquiries  for  supplementary  information  must  be  in  the  hands  of  the  Consulting  Architects  not  later  than 

May  15,  1912. 

51.  No  signatures,  cypher,  nom-de-plume,  or  other  indentifying  name  or  mark  is  to  appear  on  any  drawings, 

wrapper  or  enclosure  except  on  the  card  in  the  sealed  envelope  provided  for  in  paragraph  48. 


52.  Each  design  is  to  be  delivered  flat  and  unmounted  in  one  sealed  package  containing  all  the  drawings  and  the 
sealed  envelope  provided  for  in  paragraph  48.  All  such  sealed  packages  are  to  be  lettered  “San  Francisco  City  Hall 
Competition”  and  delivered  to  the  Consulting  Architects  of  the  Board  of  Public  Works  on  or  before  June  15,  1912,  at  12 
o’clock  noon.  No  design  received  after  that  time  will  be  considered  or  opened  till  after  the  award,  for  the  purpose  of 
ascertaining  the  author  and  returning  the  papers  to  him. 

53.  Any  competitor  who  violates  any  of  the  above  provisions  of  the  program  will  incur  the  penalty  of  exclusion 
from  the  competition. 

JUDGMENT  AND  AWARD 

54.  The  drawings  received  in  accordance  with  the  conditions  of  this  program  will  be  removed  from  their  sealed 
packages  by  the  Consulting  Architects,  who  will  give  to  each  a number  by  which  it  will  be  known  until  the  awards  shall 
have  been  made. 

55.  Any  and  all  designs  which,  on  examination,  do  not  conform  with  the  provisions  of  the  program  will  be  excluded 
from  the  competition  and  returned,  with  explanations,  to  their  authors,  who  shall  forfeit  any  and  all  claims  for  payment 
or  consideration. 

56.  From  the  designs  which  are  in  accord  with  this  program  the  jury  will  select  the  one  which,  in  its  opinion,  is  the 
best  and  designate  it  as  the  “First  Prize  Design.”  The  Consulting  Architects  will  then,  in  the  presence  of  the  jury, 
open  the  sealed  envelope  belonging  to  this  design  and  disclose  the  name  of  the  author,  whereupon  the  Board  of  Public 
Works  will  engage  the  author  of  the  “First  Prize  Design”  for  full  architectural  services  in  accordance  with  the  mini- 
mum schedule  of  the  American  Institute  of  Architects  hereto  attached,  with  a first  payment  of  $25,000.00,  payable  with- 
in ninety  days  of  the  judgment,  such  engagement  being  subject  however  to  the  contract  to  be  entered  into  between  the 
Board  of  Public  Works  and  the  Architect  and  to  the  following  conditions,  namely:  the  Board  reserves  the  right  to  ter- 
minate the  employment  of  the  Architect  at  any  time  on  the  payment  of  the  amount  due  under  the  aforesaid  schedule  of 
the  American  Institute  of  Architects,  and  if  the  Board  terminates  the  employment  of  the  Architect  before  the  author- 
ization of  working  drawings  by  the  Consulting  Architects,  such  payment  shall  be  $21,975.00  in  addition  to  the  payment 
of  $25,000.00  provided  for  above. 

57.  The  employment  of  a clerk-of-works  and  his  assistants  and  the  employment  of  specialists  in  heating,  ventilat- 
ing and  acoustics,  mechanical,  electrical  and  sanitary  engineering  will  be  made  by  the  Board  of  Public  Works  on  the 
recommendation  of  the  Architect,  subject  to  the  approval  of  the  Consulting  Architects.  The  compensation  of  such  em- 
ployees will  be  paid  by  the  City. 

58.  All  the  work  of  the  City  Hall  Architect,  both  in  design  and  in  superintendence  of  construction,  will  be  subject  to 
the  approval  and  under  the  general  supervision  of  the  Consulting  Architects. 

59.  Every  competitor  submitting  a design  is  understood  to  agree  that  in  case  his  design  is  declared  the  “First  Prize 
Design”  he  will  accept  employment,  if  so  desired  by  the  Board  of  Public  Works,  upon  the  terms  and  conditions  stated  in 
this  program. 

60.  For  the  purpose  of  this  competition  a firm  of  architects  will  be  considered  as  an  individual. 

61.  All  drawings,  specifications  and  their  copies,  as  instruments  of  service  are  and  shall  remain  the  property  of  the 
Architect;  during  the  construction  of  the  building  they  shall  remain  in  the  possession  of  the  Consulting  Architects,  but 
one  copy  of  each  drawing  shall  be  provided  by  the  Architect  for  the  Board  of  Public  Works,  to  remain  permanently  in 
the  files  of  the  Board  of  Public  Works. 

62.  The  judgment  will  be  rendered  by  the  Jury  and  communicated  to  all  competitors  not  later  than  July  1,  1912. 

63.  There  will  be  a public  exhibition  of  all  competitive  designs  after  the  judgment,  but  until  after  the  judgment 
no  design  will  be  exhibited  to  any  person  other  than  the  members  of  the  Jury.  All  designs  but  the  “First  Prize  Design” 
will  be  returned  to  their  authors  at  the  end  of  the  exhibition. 

COMPENSATION  OF  ARCHITECTS  OTHER  THAN 
THE  CITY  HALL  ARCHITECT 

64.  If  there  are  twenty  competitors  other  than  the  City  Hall  Architect  each  shall  receive  the  sum  of  One  Thousand 
Dollars.  If  there  are  less  than  twenty  competitors  the  sum  of  Twenty  Thousand  Dollars  will  be  divided  equally  among 
them.  If  there  are  more  than  twenty  competitors  the  sum  of  One  Thousand  Dollars  will  be  paid  to  each  of  twenty  com- 
petitors whose  designs  are  judged  the  best  by  the  Jury  after  the  “First  Prize  Design”  and  the  balance  of  the  competi- 
tors shall  receive  no  compensation.  The  above  shall  be  compensation  in  full  for  all  services  and  payable  within  ninety 
days  after  date  of  awara,  provided,  however,  that  if  use  is  desired  to  be  made  of  anything  which  is  original  as  to  this 
competition,  contained  in  any  other  than  the  “First  Prize  Design,”  proper  compensation  will  be  made  to  its  author. 
Should  disagreement  exist  as  to  the  amount  of  such  compensation  it  shall  be  determined  by  a Board  of  Arbitration  to  be 
made  up  of  one  person  named  by  the  author  of  the  design,  one  person  named  by  the  Consulting  Architects  and  a third 
person  named  by  the  other  two.  All  costs  of  the  arbitration  to  be  borne  equally  between  the  City  and  the  Claimant. 

CONCLUSION 

65.  The  Board  of  Public  Works  will  take  such  further  action  as  to  effectually  work  out  the  plan  set  forth  in  this 
program  for  the  designing  and  construction  of  the  City  Hall. 

Approved  the  29th  day  of  March,  1912. 

BOARD  OF  PUBLIC  WORKS 

John  Galen  Howard  Michael  Casey 

Frederick  II.  Meyer  Daniel  C.  Fraser 

John  Reid,  Jr.  C.  S.  Laumeister 

Consulting  Architects.  Members  of  the  Board  of  Public  Works. 


THE  AMERICAN  INSTITUTE  OF  ARCHITECTS. 


PROFESSIONAL  PRACTICE  OF  ARCHITECTS 
AND  SCHEDULE  OF  PROPER  MINIMUM  CHARGES. 


1.  The  architect’s  professional  services  consist  of  the  necessary  conferences,  the  preparation  of  preliminary 
studies,  working  drawings,  specifications,  large  scale  and  full  size  detail  drawings,  and  of  the  general  direction  and 
supervision  of  the  work,  for  which,  except  as  hereinafter  mentioned,  the  minimum  charge,  based  upon  the  total 
cost*  of  the  work  complete  is  six  per  cent. 

2.  On  residential  work,  on  alterations  to  existing  buildings,  on  monuments,  furniture,  decorative  and  cabinet  work 
and  landscape  architecture,  it  is  proper  to  make  a higher  charge  than  above  indicated. 

3.  The  architect  is  entitled  to  compensation  for  articles  purchased  under  his  direction,  even  though  not  designed 
by  him. 

4.  If  an  operation  is  conducted  under  separate  contracts,  rather  than  under  a general  contract,  it  is  proper  to 
charge  a special  fee  in  addition  to  the  charges  mentioned  elsewhere  in  this  schedule. 

5.  Where  the  architect  is  not  otherwise  retained,  consultation  fees  for  professional  advice  are  to  be  paid  in  pro- 
portion to  the  importance  of  the  questions  involved  and  services  rendered. 

6.  Where  heating,  ventilating,  mechanical,  structural  electrical  and  sanitary  problems  are  of  such  a nature 
as  to  require  the  services  of  a ^specialist,  the  owner  is  to  pay  for  such  services.  Chemical  and  mechanical 
tests  and  surveys,  when  required,  are  to  be  paid  for  by  the  owner. 

7.  Necessary  traveling  expenses  are  to  be  paid  by  the  owner. 

8.  If,  after  a definite  scheme  has  been  approved,  changes  in  drawings,  specifications  or  other  documents  are  re- 
quired by  the  owner;  or  if  the  architect  be  put  to  extra  labor  or  expense  by  the  delinquency  or  insolvency  of  a con- 
tractor, the  architect  shall  be  paid  for  such  additional  services  and  expense. 

9.  Payments  to  the  architect  are  due  as  his  work  progresses  in  the  following  order:  Upon  completion  of  the  pre- 
liminary studies,  one-fifth  of  the  entire  fee;  upon  completion  of  specifications  and  general  working  drawings  (exclu- 
sive of  details),  two-fifths  additional,  the  remainder  being  due  from  time  to  time  in  proportion  to  the  amount  of 
service  rendered.  Until  an  actual  estimate  is  received,  charges  are  based  upon  the  proposed  cost  of  the  work  and 
payments  received  are  on  account  of  the  entire  fee. 

10.  In  case  of  the  abandonment  or  suspension  of  the  work,  the  basis  of  settlement  is  to  be  as  follows:  For  pre- 
liminary studies,  a fee  in  accordance  with  the  character  and  magnitude  of  the  work;  for  preliminary  studies, 
specifications  and  general  working  drawings  (exclusive  of  details),  three-fifths  of  the  fee  for  complete  services. 

11.  The  supervision  of  an  architect  (as  distinguished  from  the  continuous  personal  superintendence  which 
may  be  secured  by  the  employment  of  a clerk-of-the-works  or  superintendent  of  construction)  means  such  inspec- 
tion by  the  architect  or  his  deputy,  of  work  in  studios  and  shops  or  a building  or  other  work  in  process  of  erection , 
completion  or  alteration,  as  he  finds  necessary  to  ascertain  whether  it  is  being  executed  in  general  conformity  with 
his  drawings  and  specifications  or  directions.  He  has  authority  to  reject  any  part  of  the  work  which  does  not  so 
conform  and  to  order  its  removal  and  reconstruction.  He  has  authority  to  act  in  emergencies  that  may  arise  in  the 
course  of  construction,  to  order  necessary  changes,  and  to  define  the  intent  and  meaning  of  the  drawings  and  specifi- 
cations. On  operations  where  a clerk-of-the-works  or  superintendent  of  construction  is  required,  the  architect  shall 
employ  such  assistance  at  the  owner’s  expense. 

12.  Drawings  and  specifications,  as  instruments  of  service,  are  the  property  of  the  architect. 


*The  total  cost  is  to  be  interpreted  as  the  cost  of  all  materials  and  labor  necessary  to  complete  the  work,  plus  contractors'  profits 
and  expenses,  as  such  cost  would  be  if  all  materials  were  new  and  all  labor  fully  paid,  at  market  prices  current  when  the  work  was 
ordered. 

As  revised  at  the  Washington  Convention,  December  15-17,  1908. 

GLENN  BROWN,  Secretary, 

■ The  Octagon,  Washington,  D.  C. 


Board  of  Supervisors  of  San  Francisco 
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BYRON  MAUZY 
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